Unknowns Scheme 


Residue 

Sample 

(scrape/rinse) 

Color Test 

Microcrystal Test 

GC/UV 

GC/MS or FTIR 


Physical Examinations 

Powders & others unknowns 

Weight/Count 

Sample 

Color Test 

Microcrystal Test 

GC/UV 

GC/MS or FTIR 


Folk OIG PRR 024156 



